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ABSTRACT 


This paper is a report on experimental thesis work which 
investigated phase locking of a reflex klystron with a more 
stable microwave source. A discussion of the characteristics 
and components of a phase-locked loop and a qualitative over- 
view of the theory of phase-locked loop operation is included. 
ie specifie circuit which accomplished phase locking at 
approximately 9.1 GHZ is described, with particular emphasis 
on the use of a crystal mixer to provide the phase-sensitive 
feedback voltage for klystron frequency control. Capture 
and tracking ranges of this phase-locked loop are predicted 
and determined experimentally. The stabilization of the 
reflex klystron frequency by the phase-locked loop is demon- 
strated by spectrum photographs. A phase detector circuit 
which is expected to provide a wide capture and tracking 
range with the VCO offset from the reference frequency is 
proposed and described. Progress toward realization of this 
detector and simee esl oraK for its improvement are included in 
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Le EeRePpvue Tiron 


This thesis investigated the application of phase- 
moezed Loops ii Circuits Operating av a microwave Irequency. 
In particular, a reflex klystron operating at about 9.1 GHZ 
was phase-locked with a microwave sweep oscillator resulting 
in a markedly more stable spectrum for the klystron. This 
phase-locked loop proved the value of stabilizing a high- 
power microwave transmitter with a low-level but stable 
source. 

The second part of this thesis investigated offset phase- 
ie@enwea [OOps for Use at mrcrowave Irequency. A -carcuit for 
the accomplishment of offset locking 1s proposed and 
discussed. The components of this circuit were assembled 
but offset locking was not demonstrated because of diffi- 
culties in the realization of the phase detector. These 
difficulties, and suggestions for their resolution, are 
discussed later in this report. The theory of this proposed 
offset phase-locked loop is believed valid, and the circuits 
assembled by this researcher are suggested as a starting 
point for continued investigation of offset phase-locking 


of microwave sources. 





Tt. ths FRASB=LOCKED LOOP 


io GENERAL 

A phase-locked loop (PLL) is, essentially, an automatic 
frequency-control circuit which depends on the determination 
of phase aiuaneeeries between two signals to generate an error 
voltage. This voltage is applied in a feedback path to 
control the frequency of one of the signals. Since frequency 
is the time derivative of phase, the larger the instantaneous 
frequency difference between the two signals the larger the 
rate of change of the error voltage. 

The concepts of phase-locking have been known since the 
eotmty 1930's, DUC f2beyae not until the advent of celer tele— 
vision that PLL's were used widely [Ref. 1]. Many color 
television receivers use phase-locking in the chrominance 
Beemal preeessane section. sOuher appllications include 
satellite-earth data links where the PLL enhances detection 
of a small signal in noise [Ref. 2]; and FM or AM demodula- 
Tion, signal conditioning, and frequency multiplication, 
Givision and translation. An integrated circuit which is 
useful for frequencies in excess of 30 MHZ has been 
developed and is used in these latter applications [Ref. 3]. 

Phase-locked loops have already been used with reflex 
klystrons and at microwave frequencies [Refs. 4 and 5]. [In 
1968 Sage Laboratories offered as a new product a Sweeplock 
Synchronizer to offset phase-lock two microwave sweep oscil- 


lators 30 MHZ apart. With the expanding communications 





requirements of the world and the already dense signal 
environment at lower frequencies, increased use of the 
microwave spectrum is anticipated. Thus, continued inves- 
taue@ation of phase-locking at these frequencies was 


considered appropriate. 


BLOCK DIAGRAM OF PHASE-LOCKED LOOP 


REFERENCE ~j| PHASE LOW-PASS AMPLIFTER 
SIGNAL DETECTOR FILTER 


VOLTAGE~ 
CONTROLLED 
OSCILLATOR 


Figure 1 


B. OPERATION OF A PHASE-LOCKED LOOP 
A block diagram for a typical phase-locked loop is given | 
inetd, Aeaeeiae reference signal is the frequency to which 
the voltage-controlled oscillator (VCO) is locked by the 
funetia@eming of the PLL. Depending on the application of 
the PLL, the reference signal might be the output of a 
highly-stable, low-level oscillator; the RF section of a 
receiwer; orm dneexperdmentald workwea stele, contmollable- 


frequency, constant-amplitude signal source. 





The phase detector (comparator, multiplier) compares 
the frequency and phase of the reference and VCO signals 
and furnishes a voltage related to the phase difference. 
@emponencs of the prrase deCector™output higher in frequency 
meranm cne difference between Che™input signals are attenuated 
in the low-pass filter, whose cutoff determines the maximum 
frequency separation at which the PLL will function and, 
therefore, its capture range. Amplification provides the 
gain necessary for the low-pass filter output to control the 
VCO frequency, and the amplifier has flat response over the 
frequency range of the PLL (the capture range). 

Frequency stability and FM demodulation characteristics 
eerone ©rLuvnormally are -determined by the VCO", thus’ this 
component is critical to the loop's performance. Desirable 
properties of the voltage-controlled oscillator are [Ref. 3]: 

1. Linear voltage-to-frequency conversion. 

2. Good frequency stability. 

3. High conversion gain (sensitivity to small 
variations in control terminal voltage). 

4, Wide tracking range (tunable over a wide band of 
frequencies by variation of control terminal voltage). 

A detailed mathematical analysis of phase-locked loop 
operation is beyond the scope of this report. References l 
and 2 contain much of the detail of this analysis and 
include considerations of noise and other disturbances. A 
qualitative view of phase-locked loop functioning, drawn 


largely from Ref. 3, is offered here. When initial VCO and 





reference signals (frequencies f, and f. respectively) are 
applied to the phase detector the output is a voltage related 
to the frequency difference. This voltage is filtered, 
amplified, and applied to the control input of the VCO 
causing it to change frequency so as to reduce this frequency 
Qifference. This process continues until the difference 
frequency is zero (average) and the two signals are synchro- 
mized, or in frequeney Yock. 

In frequency lock the two signals are at the identical 
average frequency but differ by a phase angle necessary to 
generate the voltage which shifts the VCO to the reference 
frequency. Any variations in either the VCO or reference 
frequency will change the feedback voltage as necessary to 
shift the VCO to the reference Mreguencs,,  Tlaus, ae VCO 
is locked to the reference signal and will follow its 
variations. For example, if the reference signal is fre- 
quency modulated and the frequency control characteristic 
is linear, the voltage necessary to keep the VCO locked is 
an amplified replica of ene modulating signal. Thus, the 
PLL can be used as an FM demodulator. 


Frequency and phase errors in the loop are related as 
enAf = d6./dt 


where Af is the difference frequency between the two signals 
and oe is the phase difference between the VCO frequency and 
the reference signal. Large frequency differences mean the 


phase difference is changing rapidly, and vice versa. At a 


———— > a= @ 
_—oe == -_ = oe 





pareecrcular initial serving of Es and f. Pesaleing an a 
difference frequency, Af, the phase detector will furnish 

a sinusoidal voltage at the difference frequency. If this 
voltage is passed by the filter and amplified it will 
modulate the VCO frequency and Af itself will become a 
Penecion Of time. The™resultant phase’ detector output 
becomes asymmetrical, as is shown in Fig. 2 [Ref. 3]. 
Because of this asymmetry the phase detector output has a 
non-zero average value which shifts the VCO frequency toward 


synchronism with the reference signal. 


PHASE DETECTOR OUTPUT 






3 " " 
N00 modulated "away" from f. 


{x 
9 modulated "toward!" f. 


Figure 2 
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tii Sehise DETECTION 


Phase detectors are identified as a multiplier [Refs. 
and 2] or as a "synchronous type switch that is opened and 
closed by the reference input, and effectively 'chops' the 
signal input at the same repetition rate as the reference 
drive." [Ref. 3]. These phase detectors, and others, have 


in common an output which is a sinusoid whose argument 


a 


includes the phase difference between the two inputs of the 


detector. Viterbi [Ref. 1] further desired this sinusoid 
ome aeesine aS Opposed to a “cosine  ; other wise the 
magnitude of the error signal will increase as the phase 
difference decreases and will not reflect the polarity of 
this difference since cosine (-@) = cosine (8). Thus , the 
phase detector output should be a sine auction of the 
difference between the phases of the reference and VCO 
Signals. 

Phase detection can be accomplished by mixing the two 
Signals, as the following derivation shows. A non-linear 


mixer has as output 


7 2 3 
Vy = KqVy + RVG t KgVP t cee ee eens 


n~ 


where Vv; is the signal input to the mixer and the k's are 


constants which depend on the mixer's conversion loss. Oe 


the magnawude of the input is small, thirdeand higher peyer 


terms will be very small in comparison to lower order terms 


and can be disregarded. The mixer output thus becomes 


aie | 





The mixer input is the sum of the VCO signal, Ves and the 
reference signal, Mass These signals are sinusoidal functions 


of time and are represented mathematically by the equations 


Mie = Ee sin(lenf.t + 6 (t)] 


V_He=aA cos[2nf t + 6 (t) J 


where A. and A_ are the signal amplitudes. Then the mixer 


Ve bs sin[anf.t 2 6. (t) ] oe He cos[énf t “: 6 (t)] 
After performing the indicated squaring and multiplication 
the output of the mixer is 


V. =k 


4 14s sin[emf.t + 6 (t) J] +k A coslenf t + 6 (t) J + 


2a wee 
k A. sin [2nft $ 0 (t)] + k 


2 p 
P A’ cos [anf t + 6 (t) J + 


2 


2koA.A. sin{lenf.t + 6 (t) J cos[énf t + 8 (t)]J 
Using trigonometric identities for the square of the sine 
and of the cosine and for the product of the sine and the 


cosine, this becomes 


dlp 


a) 06 oe eee 


= ae a 
mie 62 & & «es 
——_ => 


—¥ 7 





2 


Vp ke AC + kk AC + kALA sin[an(f -f))t + @.(t) - @.(t)] + 
k,A,sin[enf.t + b(t) ] + k,A,coslenf t “ 6 (t)] + 
koA A sinlam(f +f ot + o.(t) + 6 (t)J + 
kk ACcos 2[2mf .t + @.(t)] - ¥koACsin 2[2nrjt + 6. (t)] 


All component with frequency higher than ee will be 
attenuated by the low pass filter leaving as the input to 


the amplifier 


7 ) ee 
Bac, (AS PAS) EAcApsinam(fj=f it + 8 (toa 


Before phase lock is achieved fe - Ln and the amplifier 
input is at the difference frequency. After phase lock is 
achieved, ae = Lis and instantaneous frequency differences 
are associated with Oat as 6(t). Thus, the input to the 


amplifier after phase lock is achieved is 


ue =A+B SHEL G y/o) - 6 (t) J 


— oO 
- bk = 
where A ak (AL + Aj) and B k 


The two components of eg area de evel Weaver meec 
signal with amplitude B. Since A is derived from squared 
terms the de level is always positive. However, the ac term 
will be positive or negative depending on the argument of 
the sine, 6. (t) - G(t). If the two inputs to the mixer 
have equal amplitude (A, = A.) the de level is equal to the 


peak ac magnitude and Me can vary only between zero and 
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im~eeemume dc kevyel. Particularly significang, though, is 
Une presence of the dc voltage, A, to provide VCO frequency 
shift even when the argument of the sine term is zero — 
when the phase difference between the VCO and reference 
Signals is zero. Thus, it is possible to achieve phase 
lock without the phase difference specified by Gerbene 
[Ref. 3] to hold the VCO at the reference signal frequency. 
This derivation shows that a non-linear mixer can 
provide ,the phase-sensitive output required of a phase 
@etector. The mixer also furnishes a de level which 
enables phase-locking with zero phase error. However, use 
of a mixer as the phase detector does limit the performance 
of a PLL in some ways. The de level has the same polarity 
regardless of the direction of the frequency separation 
between the VCO and reference singals — whether i is 
preater or less than fo: The mixer-derived error voltage 
will shift the VCO in only one direction from its center 
imecquency. The magnitude of the de level@ts a funevion only 
of the signal amplitudes, not of the frequency or phase 
separation (when lock has not occurred). Thus, the mixer- 
derived error voltage actually results in a new operating 
point for the VCO — a new center frequency, with the ac 
Berection of themerror elt eies producing frequency chances 
around this new operating point. If this new operating 
point is near the limit of the VCO's tracking range the 
phase-related error voltage might drive the VCO out of 


oscillation before capture occurs. Conversely, if the loop 
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is activated with the two frequencies very close together 
the de error voltage might drive the VCO through the lock 
frequency before capture is accomplished. Finally, this 
mixer-derived error voltage is amplitude sensitive. It is 
therefore highly desirable that the VCO and reference 
Signals be at the same, unvarying level. This was accom- 
plished manually with attenuators during this thesis work. 
However, clamping circuits in each signal path can be used 


as well. 


Ine, 





Tee See eA CURCULT 


CIRCUIT DIAGRAM 


Figure 3 


The experimental circuit used in this thesis work is 
diagrammed above. Various elements which permitted 
Honaitorime of the circudt or the establishment and control 
of initial conditions, but which did not affect the operation 
of the phase-locked loop, are not diagrammed. Circuit 
elements, enteeinie these not shown in Fig. 3; are disgeussed 
in the following paragraphs. 

A Hewlett Packard 8690B microwave sweep oscillator was 
selected as the reference signal source. This source 
featured easy manual tuning, controllable-speed sweep, a 


constant level output regardless of frequency, and a 
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reasonably "clean" signal spectrum. Each signal path 
Ceonvainea an isolator which prevented reflection of energy 
miwo mmc Oscr lavor cavities. A variable attenuator in 
each signal path, used in conjunction with power meters 
eemiected through directional couplers, provided manual 
memcrol of signal levels so that the ae and de components 
mere error voltage were equal. 

A cavity wavemeter in each signal path was used to 
determine the frequency of each of the signal sources. 
harnough the dial of the sweep oscillator proved to be 
accurate, the wavemeter was the only method used to measure 
the klystron frequency directly — a spectrum analyzer was 
inaccurate for frequency measurement in the microwave 
region. The magic "T" summed the two microwave signals for 
input to the crystal mixer diode and also provided a connec- 
tion point for the spectrum analyzer (difference port). 

A 1IN23WE microwave diode mounted in a waveguide-to-coaxial 
adapter on the summing port of the magic "T" was used as the 
phase detecter. A CA 3029A integrated circuit operational 
amplifier provided both the gain and low-pass filtering 
necessary in the loop. The variable resistor in the ampli- 
fier feedback path enabled continuous gain control Prom Zeus 
tema vOolLvTare™= fain OF = 50=rrom- ac’ to c.5°NHZeewhere rol loom 
began. 

The Zener diodes shown in the schematic provided isola- 
tion between the low-level operational amplifier output and 


the high (negative) voltage on the reflector terminal of 


ee 





ne iyo t eee sicse modes dilevaved some Of the parameters 
Seecene rll, such as reflector voltage operating point and 
tracking range. Attempts to use a high-voltage PNP tran- 
sistor: (2N6213) to provide this isolation were unsuccessful. 
This transistor would have permitted operation at any 
reflector voltage Mich Gadenot break down the transistor; 
further, this transistor does not clamp the reflector at 

any voltage as did the Zener diodes. 

A reflex klystron using a Varian 2K25 tube and a Hewlett 
Packard Model 715A power supply comprised the VCO in this 
phase-locked loop. The schematic diagram of a typical 
reflex klystron is shown in the figure below [Ref. 6]. 
meesoe requency control is accomplished by mechanically 
adjusting the resonator dimensions. Manual variation of 
Memmeand reriector voltage, USing controls on the power 
Supply, enabled frequency changes of several percent. 
meme ver, the interest of this thesis was in automatic fre— 
gQuency control; thus the reflector voltage was modulated as 
indicated at the bottom of the schematic. The filtered and 
amplified mixer output was applied at this point, through 
mie Zener diodes, to provide automatic frequency control 
of the reflex klystron. 

Since the VCO is a critical element of the phase-locked 
loop the reflex klystron's properties were investigated to 
determine its utility as a VCO. Figure 5 verified the 
klystron's linear voltage-to-frequency conversion, conversion 


gain, and wide frequency tracking range. Tuning was easy 
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SCHEMATIC DIAGRAM OF A REFLEX KLYSTRON 






OUTPUT 
CAVITY A 
RESONATOR 
(ANODE) 
ECTRON BEAM 
CATHODE 

Ma cragt er CCC. FLECTOR 
TUBE S29. <2 ie eee (OR REPELLER) 


FOCUSING 
ELECTRODE 





|: | ifs BEAM VOLTS _ @ 


~ | (- ») REFLECTOR VOLTS 
7<_MODULATE REFLECTOR HERE 








Figure 4 


by the three ways listed in the preceding paragraph. And, 
Since frequency stabilization was one of the goals of the 
experimental circuit, the dispersion and frequency drift 


of the klystron output were considered unimportant. 
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VOLTAGE-FREQUENCY PLOT 


9.145 
GHZ 





REFLECTOR VOLTS 
-3 ~ : S307 =316 =o 


Figure 5 


Waveguide (.4" x .9") was used for the’ signal paths 
from the sources to the magic "T". Since the signal paths 
were the same length, had the same number of connections, 
and had nominally identical elements it was assumed any 
random phase shifts between the sources and the mixer were 
GSemcetied at the mixer. The Zener diodes were assumed To 
be short-circuits to ac components of the error voltage and 
thus not sources of phasé shifts. Thus it was necessary to 
determine the phase error due only to the mixer an ane f1e Pe 
This was accomplished by splitting the klystron output and 
providing it in two equal-length paths to the mixer. One 


path included a variable phase shifter which controlled the 
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relative phase between the mixer inputs. Mixer and ampli- 
fier output voltages each twenty degrees of phase difference 
ane@aecated a small phase error, which was considered insignif- 
icant. The crystal mixer-operational amplifier combination 
was evaluated satisfactory for this phase-locked loop 


experiment. 


cue 


V. PREDICTED AND EXPERIMENTAL RESULTS 


The Zener diodes provided a voltage drop of -317 volts 
with more than twenty microamperes current through them. 
This limited the tracking range indicated by Fig. 5 between 
-317 and -320 reflector volts corresponding to 7.875 MHZ, 
which was estimated to be the tracking range of this 
phase-locked loop. 

Mocmicvcl hn — Vacmapol LodmuGevlmcerel lector terminal 
as soon as the loop was activated, even if the VCO and refer- 
ence signals were widely separated in frequency. This 
resulted in a new operating point for the klystron with 
capture to be determined by the magnitude of the ac feedback 
voltage. Selection of attenuator-controlled Signal levels 
and amplifier gain to provide a peak ac voltage of one volt 
yielded a predicted capture range of 2.625 MHZ - the slope 
of the frequency-voltage plot. in Fig. 5. 

Capture and tracking ranges were determined by observa- 
tion of a spectrum analyzer presentation of the two signals 
at the difference port of the magic "T". As the separation 
between the two frequencies was decreased (by either tuning 
the sweep oscillator down to the reflex klystron or by tuning 
the klystron up to the sweep oscillator) a critical point 
was reached. The frequency of the klystron became markedly 
less stable, as presented on the spectrum analyzer, when the 


difference frequency approached two MHZ. Further decrease 
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in the frequency Been on resulted in capture. After 
numerous repetitions of this procedure, the capture range 
was established at two MHZ when the klystron frequency was 
below that of the reference signal. Capture range was 
established at approximately 500 KHZ when the klystron 
frequency was above that of the reference signal. This 
Weseavtriouced Co the instability of the klystron and 
incidental FM rather than action of the phase-locked loop. 

Tracking range was evaluated as seven MHZ with the 
reference frequency sweeping down toward that of the kly- 
ogeem>s end as 225, MHZ when™the reference frequency was 
sweeping upward. Tracking was bi-directional when the 
downward sweep of the reference frequency was stopped 
before track was lost -—- the klystron followed reference 
Peeawency variations in both directions from such a locked 
frequency. 

Stabilization of the klystron frequency by phase-locking 
to the sweep oscillator was proven by the following three 
photographs. All were taken with the spectrum analyzer at 
the same gain and time-base setting and using the log 
scale. in addition to the wide dispersion of the kivepron's 
frequency spectrum, it was subject to drift of as much as 


500 KHZ even after a long warm-up time. 
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Figure 6 


SPECTRUM OF 
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9.1 GHZ 
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Figure 7 
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SPECTRUM OF 

REFLEX KLYSTRON 

AT APPROXIMATELY 
9.1 GHZ 

AFTER PHASE LOCKING 


BESEEnO LON : 
50 KHZ/DIVISION 


LOG SCALE 





Figure 8 


The magnitude of the error signal which produced phase- 
lock increased as the separation between the klystron and 
reference frequencies decreased. This indicated the ac 
component was a cosine rather than a sine function. Since 
this sinusoidal function was added to a de voltage, the ac 
component served only to control the klystron frequency 
about the frequency established by the de level. Both the 
Sine and cosine functions vary between +B and -B, where B 
is the coefficient of the sinusoidal function. Therefore, 
@eaition of either a sine or cosine of the difference 
frequency caused the error voltage to vary between the same 


limits - zero and +2A, where A was the de level at the 


ae 
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Eiprriier OUuLpUL When the diitiference frequency was not 
within the passband of the amplifier. Use of a variable 
phase shifter in one of the microwave signal paths to change 
the relative phase angle between the two signals applied to 
the mixer did not cause the klystron to be shifted out of 
lock except when the lock frequency was near the limit of 


the tracking range. 
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VI. AN OFFSET PHASE-LOCKED LOOP 


ives report UnUuUS far has been comcerned with circuitry, 
procedure, and results related to the phase~locking of two 
microwave sources at Gxaculy sone Same saverace fregcuveney. 
such a PLL does have many applications as the references 
indicate. An offset phase-locked loop, in which the VCO 
Meeks the phase of the reference signal but at a fixed 
frequency difference, can be used in all these applications. 
Whe offset PLL is suited to FM demodulation, for heterodyne 


Sysvems, and to additional applications in frequency synthesis. 


BLOCK DIAGRAM OF OFFSET PHASE-LOCKED LOOP 


REFERENCE | .CONVERTER| .|BAND-PASS | PHASE LOW-PASS SPLIFTER 
en “FILTER ETECTOR LTER 
if | 


VOLTAGE 
CONTROLLED [S 
VSO Lit On 


Figure 9 


The offset phase-locked loop functions in the same way 
as the direct~frequency loop already discussed. A converter 
(usually a mixer) followed by a band-pass filter limits one 


input of the phase detector to frequencies in a small band 
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centered at the specumeed offset (intermediate) frequency. 
The. second input is from a highly stable oscillator at the 
intermediate frequency. The phase detector compares the 
difference frequency between the reference and VCO signals 
to that of the IF oscillator and generates a phase-sensi- 
Civewemror wellitage. Sinee the [Reosedallatorstswessentially 
free or phase instability, this error voltage is related to 
the phase error between the VCO and reference signals. The 
penomevOolvagce issiiltered, amplified; sand weed to control 
Che VeOQmoutput, but at a frequeney offset fromethateofethe 
Reuemence Stipual by»the frequencysef the IF oscillator. 

It was desired that the offset phase-locked loop be 
capable of capture when the VCO frequency was displaced 


either above or below the lock frequency ce we fT Thus, 


IF): 
the error voltage had to be sensitive to both the direction 
of the frequency separation between the VCO signal and the 
lock frequency and to the phase difference between the VCO 
and reference signals. The sinusoidal component in the 
output of a non-linear mixer has this dual sensitivity, 

but it was considered that the outputs of both a discrimin- 
ator and a non-linear mixer provided a wider tracking range 
than the mixer alone. The output of a discriminator isva 

de voltage whose magnitude relates the amount of frequency 
separation between the input signal and the frequency to 
which the discriminator is tuned; and whose polarity reflects 
the direction of this frequency separation. Thus, the 


discriminator can hold the VCO at the same average frequency 
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ase ume wererence signal; but no phase error voltage is 
provided. The discriminator facilitates capture since the 
VCO will receive a large driving voltage if the two signals 
are widely separated. 

Use of a non-linear mixer in conjunction with the dis- 
ecriminator can provide the phase-sensitive error voltage. 
Paoeect summing of the mixer and discriminator outputs yielcs 
a voltage which is not symmetrical above and below the 
intermediate frequency since the mixer output always has 
aypositive de level. If this’ de voltage is removed and the 
remaining sinusoidal voltage summed with the discriminator 
putty anwerror voltagewsuitable foreuses inweeentrolling the 
VCO frequency is achieved. This combination of a discrimi- 
nator and a non-linear mixer is proposed for the phase 


detector in an offset phase-locked loop. 
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Figure 10 
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The upper section of Fig. 10 is a schematic of a Foster- 
seeley discriminator. The output of thie, cimeute is the 
"discriminator S-curve", a linearly increasing de voltage 
when the input frequency is above the designed IF and a 
linearly decreasing dc voltage when the input frequency is 
below the designed IF [Ref. 7]. This circuit, or other 
dascriminator such as a ratio detector, is used in various 
automatic frequency-control systems. 

fine lower portionwoferig. lL0M@iswascireust nominally 
designed to mix inputs at 30 and 35.5 MHZeand produce an 
output at the 5.5 MHZ difference frequency [Ref. 8]. This 
mixer was realized as shown in the reference except that a 
ertiferent transistor was used and the tuned circuit in the 
Output was deleted since filtering was accomplished in the 
phase-locked loop. Preliminary evaluation of the mixer 
mdicated satisfactory operations 

Use of this mixer circuit required the selection of 30 
MHZ as the offset (intermediate) frequency. A vacuum-tube 
IF amplifier which provided band-pass filtering and suffi- 
cient gain to operate the diodes in the discriminator was 
available as a shelf item. However, difficulties experienced 
i vhewsconstruction of theed@scriminator circuit prevented 
full evaluation of the proposed phase detector. These 
difficulties are attributed to stray capacitive and induc- 
tive effects characteristic at the 30 MHZ intermediate 
frequency and to problems in achieving a workable input 


transformer. Various attempts to construct this transformer 
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with tunable RF a ie with hand wound-coils on separate 
cores, and using a television IF-strip transformer resulted 
in ansurricient tunmme Capablility or narrowebandwidth «due 
to low coupling and high Q@ of the coils. The final attempt 
used a hand-wound primary and center-tapped secondary on a 
Single core, with the secondary winding between sections of 
the primary. The size 20 wire used in these windings 
resulted in a narrow bandwidth because of high Q, but 
parallel, resistive loading in the secondary compensated 
for this. This wire size and the choice of a one-half inch 
winding on a one-half inch core proved to be poor selections 
making the hand-winding task difficult and inaccurate. The 
transformer thus produced did permit realization of a dis- 
emiminavbor, but alignment following the procedures in Ref. / 
did not result in equal positive and negative voltages as 
mecesignal applied to the discriminator was varied above 
and below the frequency to which the primacy vesaecunca, 
Mere careful alignment of the discriminator and trial tuning 
might have resolved this lack of symmetry. Rewinding the 
transformer with a smaller wire (size 30) also should result 
in greater accuracy and easier discriminator alignment. 
Stray RF energy was present in the discriminator despite 
the use of coaxial cable between the crystal mixer and the 
input transformer. The resulting unknown capacitive and 
inductive effects complicated discriminator alignment and 
might affect the summing network between this circuit and 


the second mixer. Closer element spacing, particularly in 
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mie adisecraminavor, and shorter interconnecting leads are 
sueeested to resolve this problem. 

Poo miccmG MCG MeCiILe  regismemcntSahor thesis submission , 
experimental work was terminated before the suggestions for 
Resolution .of the problems experienced could be effected, 
and the proposed phase detector evaluated fully. Nothing 
in the experimental work completed caused doubt that the 
detector would perform as required ina phase-locked loop 


at a microwave frequency. 
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VII. SUMMARY AND CONCLUSIONS 


The first part of this experimental work was related to 
the phase-locking of two microwave signals at the same fre- 
quency. Important insights into the components and operation 
mee omase—-locked loop were gained frem Refs. 1,2, ana 3; 
mmen are the principal information sources on which this 
mem< Was based. From these sources it was determined that 
the error signal had to be a sinusoidal function of the 
phase difference between the reference and controlled 
eeeonals. 

A mathematical derivation proved that a non-linear 
mixer furnished the required sinusoidal function, but pro- 
vided a de component as well. A circuit which used a non- 
linear mixer (crystal diode) as the phase detector accomplished 
phase-locking of a reflex klystron with a microwave oscilla- 
mor at a frequency of about 9.1 GHZ. Analysis of the opera— 
meron of this circuit indicated that the de component furnished 
by the mixer was ee ious since this voltage served only 
bo change the center frequency of the reflex klystron oscil- 
/ior. Since the signals applied to this mixer were controlled 
manually to approximately the same amplitude, the error volt- 
age derived in this way had essentially equal ac and de 
femponents. Thus, this error voltage was never negative and 
reflex klystron did not track through zero frequency 


difference and the resulting polarity shift. 
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imercant ture ccna ane ranges achieved with this 
phase-locked loop, two and seven MHZ respectively; and the 
marked stabilization of the klystron frequency spectrum 
demonstrated an application of a phase-locked loop - that 
of control of a high-power signal source with a stable, 
low-level oscillator. Since the klystron frequency after 
phase-lock was accomplished was as pure, spectrally, as 
the signal to which the klystron was phase-locked, there 
Wes Peeson to believe that Similar results Womld occur if 
the reference Signal had a single-line spectrum. 

The second part of this experimental work related to 
offset phase-locking, also at a microwave frequency. A 
block diagram of a circuit to achieve phase-locking of two 
microwave sources at an offset (intermediate) frequency 
has been discussed, with particular attention to components 
which were not included in the first part of this work. 

A two-element phase detector, consisting of a discriminator 
and a non-linear mixer, was proposed and its use analyzed 
briefly. The two elements were constructed and preliminary 
evaluations conducted. SUBBEeSTIOnsS Tor réeéscesuTion Of sue 
problems experienced in realizing this phase detector are 
presented. Although this phase detector was not fully 
operational when experimental work was terminated, it is 
considered suitable for use in an offset phase-locked loop 


at a microwave frequency. 
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